Contract Agreement Between: 



Print Date 09/25/12 



CONTRACT 



Page 1 of 1 




WJZY-TV 

3501 Performance Road 
Charlotte, NC 28214 
(704)398-0046 



www.cw46.tv 



And: 



Contract / Revision 
118382 / 



Alt Order # 



09827178 



Product 



ROMNEY FOR PRESIDENT 



Contract Dates 



09/26/12- 10/02/12 



Estimate # 



221 



Advertiser 



Romney for President, Inc. 



American Rambler Productions 
138 Conant Street 
Beverly, MA 01915 



Billing Cycle 
EOM/EOC 



Station 



WJZY 



Original Date / Revision 
09/25/12 / 09/25/12 



Billing Calendar 
Broadcast 



Account Executive 



Bradley Philipps 



Cash/Trade 



Cash 



Sales Office 



Millennium Was 



Special Handling 



Demographic 
Adults 35+ 



IDB# 



Advertiser Code 



Product Code 



Agency Ref 


Advertiser Ref 







Spots/ 



*Line Ch Start Date End Date Description 




Start/End Time Days 


Length Week 


Rate Type Spots 


Amount 


N 1 WJZY 09/26/12 09/28/12 2 1/2 MEN 




7-7:30p 


:30 


NM 


3 


$1,350.00 


CANDIDATE /CLASS 2 
Start Date End Date Weekdays 
Week: 09/24/12 09/30/12 --WTF-- 


Spots/Week 
3 


Rate 
$450.00 










N 2 WJZY 10/01/12 10/02/12 2 1/2 MEN 




7-7:30p 


:30 


NM 


2 


$900.00 


CANDIDATE / CLASS 2 
Start Date End Date Weekdays 
Week: 10/01/12 10/07/12 MT 


Spots/Week 
2 


Rate 
$450.00 










N 3 WJZY 09/26/12 09/28/12 2 1/2 MEN 




7:30-8p 


:30 


NM 


3 


$1,650.00 


CANDIDATE / CLASS 2 
Start Date End Date Weekdays 
Week: 09/24/12 09/30/12 --WTF-- 


Spots/Week 
3 


Rate 
$550.00 










N 4 WJZY 10/01/12 10/02/12 2 1/2 MEN 




7:30-8p 


:30 


NM 


2 


$1,100.00 


CANDIDATE / CLASS 2 
Start Date End Date Weekdays 
Week: 10/01/12 10/07/12 MT 


Spots/Week 
2 


Rate 
$550.00 










N 5 WJZY 09/29/12 09/29/12 2 1/2 MEN 




730-8p 


:30 


NM 


2 


$600.00 


CANDIDATE /CLASS 2 
Start Date End Date Weekdays 
Week: 09/24/12 09/30/12 S- 


Spots/Week 
2 


Rate 
$300.00 











Totals 12 $5,600.00 



Time Period # of Spots Gross Amount Net Amount 

08/27/12 -09/30/12 8 $3,600.00 $3,060.00 

10/01/12 -10/02/12 4 $2,000.00 $1,700.00 

Totals 12 $5,600.00 $4,760.00 



Signature: Date: 



(* Line Transactions: N = New, E = Edited, D = Deleted) 

Notwithstanding to whom bills are rendered, advertiser, agency and service, jointly and severally, shall remain obligated to pay to station the amount of any bills rendered by station within the time specified and until 
payment in full is received by station. Payment by advertiser to agency or to service or payment by agency to service, shall not constitute payment to station Station will not be bound by conditions, printed or 
otherwise, on contracts, insertion orders, copy instructions or any correspondence when such conflict wi:h the above terms and conditions Two week advance cancellation notice is required unless otherwise 

specified. 

In compliance with FCC rules, Capitol Broadcasting does not discriminate in advertising arrangements on the basis of race or ethnicity Any advertising arrangement with any station intended by the advertiser to 

discriminate in such manner shall be considered null and void 



POLITICAL CANDIDATE ADVERTISEMENTS 



I check lEpjt lit able box 1 

P&lEffcAL CAMMb&TI 



ST A TE/LOCA L C ANDI D A T E 



Station arid Location; 

-Chart 




bduli jI Ml,i fcWWff 

qiiatified aindjdajc of the ^^l^ 1 

pany tor ar: . P, ^ ,lrm 

dtmwi t& he hdd m: ^ cmbci b. 20.1 2 
do Ue-rebv RS&tiBSt iiiauois Unite as follows: 



Time af Day, 
Rotation or 



Days. 



S*«r Aug.. 
31 Nov b 



Total Charges: m;-Ik\1uU:j. for -Xue, n~¥m 




.--Jill i i-y if» ^UUuitil -W-a-iss -xi Hi $ft*£ftita&%i >M*ji i. Mtiii fi 8f«**feil i~: >B F-yrihu 



\AK Vum f'B-i ' 



m- hi pan, "commiifticatcs a message relating lo any politic 
matter* faefow 



1 l^pfSPM 



payment tor 



«f the abem* described broadcast nmc ha* been: fimiishcd by; 



u.d you are mgtoatiuA w anwt.ee rise Si paid for Hv at* p*g nr 

. repair itoat this person or entity is eifa a legally quaktscd wtim* m m » 

A»rei3iittec^fg88»aUoii oftbe legally (jwJifietUatttfulalc. 



1 1. ti n-;. Crate 



ueasarcr of die eafldidaufs m0fcg&m& committee m 



mi mtm*m Glased m m its poMcul Mmmm |to*** uieUuimg; pUeaMe eW and «M 
m*M»m promotional <*d «Ktt «Wl IffCfeM 9* * tedcral 

rUIS STATION DOES NOT DISCRIMINATE OH PERMIT DISCRIMINATION ON TIIEB-ASI 

m ®J&- OR ETHNICITY IN THE PIACFMENT G* AD VllRTlSliN G. 

To Be Signed By Candidate or Authorized Committee 



To Be Signed By Station Representative 




Accepted in Part 



D Rejected 



CANDIDATE CERTIFICATION 



In Order For Federal Candidates to 
Charge During a Political Window 

is Required: 



ve The Lowest Unit 
Following Certification 



I Stephanie ICineaiti (on bdaUf <H Ramney H 
mame of federal candidate m authorized cumin i ire 
to he broadcast (in whole or in pari) pursuit to M$ affP 

(Sues 12 does not 



refer to an opposing candidal (check applicable 
progranurhng that does refer Ee an opposing candidal 



certify dual, for ft 



applicabte box) 



mm contains a personal audio ^Sfflfflt by the candidate that 
identifies the candidate, the office being sought, and chat the candidate has 
approved the broadcast, 

the arista programming contains a clearly identifiable photograph or 
image of the candidate for a duration of at least four seconds, and a siznu 
displayed pruned statement Ifetifyiaf die candidal, that the candidate 
the broadcast and that ihe candidate and. m ::u candidate's authorized • 
paid for tl 



uieouso 
proved 

ee 



rnaocast. 




Stcphainc K.n • 



mm 1 2 



